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TAGS: ENRG, BEXP, BU 

SUBJECT: NUCLEAR REACTORS FOR BULGARIA: WESTINGHOUSE 

REF: A) SOFIA 0070 
B) SOFIA 2561 

1 . WESTINGHOUSE VP WALTER MAKUSH CALLED ON 
AMBASSADOR JANUARY 29 TO INFORM ON STATUS OF 
NEGOTIATIONS WITH MACHINOIMPORT FOR SALE OF 
NUCLEAR POWER STATION TO BULGARIA (SEE REFTELS). 
WESTINGHOUSE NOW HAS ALL DATA NECESSARY TO DRAW 
UP QUOTE FOR SINGLE 1000 MEGAWATT CAPACITY 
REACTOR WHICH AT PRESENT PRICES IS WORTH $350 
MILLION. QUOTE WILL BE DELIVERED IN TWO MONTHS, 

AND DISCUSSIONS WITH MACHINOIMPORT ARE BASED ON 
GROUND-BREAKING IN 1977 WITH PLANT ON STREAM BY 
1982. WESTINGHOUSE SUSPECTS POSSIBLE 

WEST GERMAN AND FRENCH AS WELL AS JAPANESE COMPETITION. 

2. WE UNDERSTAND WESTINGHOUSE WILL BE CALLING 
IN WASHINGTON SHORTLY TO DISCUSS EXPORT CONTROL 
LIMITATIONS IF ANY FOR PROJECT. AS MENTIONED REFTELS 
EMBASSY WOULD APPRECIATE ANY GUIDANCE 
DEPARTMENT MAY BE ABLE GIVE. 
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